"OLD  SLOOP"  CONGREGATIONAL  CHURCH. 
ROCKPORT,  CAPE  ANN,  MASS. 
The  "Old  Sloop"  received  its  name  during  the 
War  of  1812.  It  was  fired  on  by  a  British  Frigate, 
which  mistook  it  for  an  enemy  sloop.  The  Church   ^rk;  ■ 
was  built  in  1803.  Rev.  Ebenezer  Cleveland,  the  - 
"Fighting  Parson"  of  Revolutionary  War  fame 
was  its  first  pastor.  \ 
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